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PAGE 01 BELGRA 05136 170751Z 
15 

ACTION SS-15 

INFO OCT-01 EUR-08 ISO-OO SSO-OO CCO-OO NSCE-00 NSC-05 

OC-01 A-01 SY-04 RSC-01 DRC-01 /037 W 

019826 

R 170648Z OCT 74 
FM AMEMBASSY BELGRADE 
TO SECSTATE WASHDC 880 

UNCLAS BELGRADE 5136 

FOR S/S-EX 

E.O. 11652: N/A 

TAGS: OVIP (KISSINGER HENRY A.) 

SUBJECT: ELECTRICAL CHARACTERISTICS AND WEATHER CONDITIONS IN 
YUGOSLAVIA 

REF : STATE 220135 

1. 50 CYCLES / 220 VOLTS 

2. TEMPERATURES BETWEEN 40 AND 55 DEGREES FARENHEIT, 

RAIN LIKELY. 
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Disposition Remarks: 
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Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740295-0565 
From: BELGRADE 
Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 040/aaaabicr. tel 

Line Count: 40 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SS 

Original Classification: UNCLASSIFIED 
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Original Previous Classification: n/a 
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